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Dedicated as the Horace Rackham Memorial, 
this fountain was opened at the Detroit Zoo¬ 
logical Park, 8450 Ten Mile Road, Royal Oak, 
in 1939. It is a perfect gem in an unexcelled 
setting of natural greens. 
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239 — Memorial Fountain 
Detroit Zoological Park 




















